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MEMORANDUM FOR: 


SUBJECT: 


DD/ST# 


'3t>33 -CF 


ORD-4967-68 
1 August 1968 


Director of Security 

Director /OCS 

C/Security Staff/OC 

C/Systems Group/DD/P 

C/Planning Staff/DD/I 

C/Information Pr ocessing Staff/O/PPB 

0/DCI/NIPE 


"BD'/S&T 

Technical Panel Report of Defense 

Science Board Task Force on Computer 
Security 


1. We attach a copy of the Technical Panel report 
(dated 15 July 1968) of the DSB Task Force on Computer 
Security. At a meeting on 18 July 1968 the Steering 
Group of the DSB Task Force on Computer Security agreed 
to release the document for review by all members of 
its Steering Group and Technical and Policy panels. 

2. It was decided by the Steering Group that this 
document should be given a careful checking and review 
before it is released to the community or the public. 

The Steering Group is concerned not only about the 
specifics in the report on security problems, require- 
ments and proposed solutions, it also desires to weigh 
the impact of a document of this kind on present com- 
munity procedures as well as on computer hardware 
developments . 

3. The Steering Group has requested that reactions 
be prepared by panel members and agency representatives 
in writing and that these be placed in the hands of 

the chairman by 1 September 1968. 

4. Our suggestion is that the CIA Computer Work- 
ing Group provides the appropriate CIA mechanism for 
coordination of reactions from interested CIA components. 
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SUBJECT: Technical Panel Report of Defense Science 
Board Task Force on Computer Security 



25X1 


XI 


Chairman of the CIA Computer Working Group, 

has agreed to set up a meeting on 22 August at 1400 
hours - room 4E64, Headquarters for review and co- 
ordination of CIA viewpoints to be communicated to 
the Steering Group of the DSB Task Force. 


5. The Steering Group has requested that copies 
of the attached report be controlled carefully. Apart 
from the general security aspects, it is particularly 
important that no portions of this report be made 
available to the computer industry at this time. 


6. To facilitate t he disse mination of this report, 


which deals with 


the Appendix (Top Secret 

cryptologic problems and recommendations has been re- 
moved. A copy of the' Appendix is on file in ORD, and 
arrangements can be made to make this available for 
those who have a need for it.- 



lief, Analysis 
ORD/DD/S&T 


cc: D/ORD 
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